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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 03901 241105Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

242127Z 073858/41 

R 241050Z MAR 77 
FM AMEMBASSY MOSCOW 
TO AMCONSUL FRANKFURT 
INFO SECSTATE WASHDC 5447 

UNCLAS MOSCOW 3901 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: ALARM SYSTEM, POWER TRANSFORMERS FOR 
REF: MOSCOW 3455 

1 . POST RECEIVED SHIPMENT OF SUPPLIES AND BACK-ORDER NOTICE FOR 
TRANSFORMERS REQUESTED IN MOSCOW REFTEL. 

2. REGARDING 16.5 VAC TRANSFORMERS FOR ADVISOR III AND VI SYSTEMS: 

LH-3 TRANSFORMERS RECEIVED ARE SATISFACTORY FOR MONITORS, BUT 
RATHER BULKY FOR ADVISOR DETECTOR LOCATIONS. IF POSSIBLE PLEASE 
PROVIDE 220 VAC TO 16.5 VAC TRANSFORMERS, ATR-216 OR EQUIVALENT. 

AS ATR-16 (115 VAC/16.5 VAC) TRANSFORMERS ARE PRESENTLY INSTALLED, 

THE USE OF THE ATR-216 OR EQUIVALENT WILL ALLOW FOR RAPID 
ONE-FOR-ONE REPLACEMENT WITHOUT CONSTRUCTING ADDITIONAL POWER 
MODULES. 

3. PLEASE ADVISE SOONEST RE AVAILABILITY OF ATR-216 
TYPE TRANSFORMERS. 
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